Bice 


4 


Approved For _ 2 prone ne 


Assembly - areas 


15RO013800120005-0 


25X1A 


, C 
U.S, OFFicig 


Parts 


‘ : lVArty || Corps 


— a 


21 Gds Mecz Div 
6-9 Oct 


Overla 
Scale eaibO 
Sp on-n-, CONTROL 


, Approved For Release 2002/08/19 : CIA-RDP83- scold EFGHAS See 6. 


ge de 2B 
Approved For Release 2002/08/19 : CIA-RDP83-00415R01380¢ 


Loadi pos 
LS, OFF ICAI ¢ ry 


Mecz Div 


57 Gds Mtz 
Rifle Div 
units /XXIX 


13 AAA Div 


39 Gds Mtz 
Rifle Div 


NUE 


Zerbst 


Does 


STU. LUD SE 
oh 


ECRET Cony 
0s DFFIG:t7° Heats 


: ey Fe ran 
Approved For Release 2002/08/19 : CIA-RDP83-00415R013800120005-0 Sear 6. 


. Le ager , i Annex XS 25X1A 
ee ): CIA-RDP83-00415R013800T2006: =. ae ‘foe. La IP 


on 


Thiploberge: 
faa” : 


gee 
ig aw PEN 

a oni g PEW. ri eb ae 
SS ead Fas 


P - pontoon bridge 
E- emergency bridge 
U - under water bridge 


Scale 1: 25000 


Approved For Release 2002/08/19 : CIA-RDP83-00415R013800120005-0 


